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the Honors tie Jess Larson 

Attartnistrator 

General Services Adulrdntration 
Washington 25, 0. C. 

Bear Mr, Larson » 

lour propoaad regulation on utilisation of exctss 
real property and disposal of surplus real property 
referred to me by ymir letter at 12 Becesiber has been 
rsviwfwS, and this A-graney has no re ao emendations for 
any ehmge. 

Although Section 502{d)17 of Public Lee 152 
exeapts this Agency generally from the provisions of 
that law, it is our intention to follow to the fullest 
extent possible within certain essential operational 
limitations its provisions and the provision# of ie|-la- 
aantlng Gamral Services /.da&niatration raguiatiohs. 

Sincerely, 


ri. KILLSIFIOETrtR 
3o*r Admiral, CSI 
Director of Central Intelligence 

Copies to: 

Management Officer 

Budget Officer 

General Counsel 

Chief, Special Support Staff 

Chief, Administrative Staff (w/basic file) 

Central Records 
Signer 
Exec chrono 
Return to Exec, 


E: LIS /me (21 Dec h9) 
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